The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVALL. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIG8Y, MO 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



11/6/2009 


Christopher Tarrant 

Assistant District Attorney, Middlesex County 
Dear ADA Tarrant, 

Enclosed is the information you requested in regards to Commonwealth vs. 

Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Curriculum Vitae for Annie Dookhan and Kate Corbett. 

3. Control Cards with analytical results for samples # 

4. Analysis sheets with chemist’s hand notations and test results. 

5. GC Spectral analytical data for sample # 

6. GC/Mass Spectral analytical data for samples # 

GC/MS testing was performed by Kate Corbett. All other analyses were performed by Annie 
Dookhan. If you have any questions about these materials, please call me at the number below. 



Sincerely, 

y9>>, 

Annie Dookhan 
Chemist H 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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The Commonwealth of Massachusetts 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617)983-6625 


Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory! Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9:00-12:00 

1 : 00 - 3:00 


City or Department: FRAMINGHAM POLICE Police Reference No.^| 
Name and Rank of Submitting Officer: OFFICER ALAN DUBESHTER #177 



To be completed by Submitter 

Description of Items Submitted 


To be completed by Lab Personnel 

Gross Weight Lab Number 


A: SPB KPB W/ WHITE POWDER 


B: SPB W/ KPB W/ WHITE POWDER 


C:SPB W/ KPB W/ WHITE POWDER 


D:SPB W/ KPB W/ WHITE POWDER 


E: SPB W/ 24(TWENTY FOUR) PB'W WAVHITE POWDER 


F: SPB W/ KPB W/ WHITE POWDER 


G: SPB W/SEVEN(7) KPB’S W/ WHITE POWDER 


Received by: 




Date: 










The Commonwealth of Massachusetts 

Executive Office of Health and Human Sendees 
Department of Public Health 

Boston Drug Laboratory State Laboratory Institute Amherst Drug Laboratory 

Tel (617) 983-6622 Tel (413) 545-2601 

Fax (617) 983-6625 Fax (413) 545-2608 


Boston Hours Amherst Hours 

8:00-11:00 DRUG RECEIPT 9:00-12:00 

2:00-4:00 1:00-3:00 


City or Department: FRAMINGHAM POLICE Police Reference Nod 
Name and Rank of Submitting Officer: OFFICER ALAN DUBESHTER #177 

Defendant (s) Name (last, first, initial): 


To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


H: SPB KPB W/ WHITE POWDER 

!: SPB VV/ KPB VV/ WHITE POWDER 





No. Date Analyzed: 

City: Framingham Police Dept. 

Officer: P.O. ALAN DUBESHTER 



v 



Amount: 

No. Cont: 1 Cont: pb 

Date Rec’d: 09/04/2008 
Gross Wt; 2.80 


Subst:SUB 

No. Analyzed: 

Net Weight: £>■ 1M 


Prelim: Cocco^. 


# Tests: 

_ *cXt^ c 

Findings: CoCOiAJL 



No. Date Analyzed: | 

City: Framingham Police Dept. 

Officer: P.O, ALAN DUBESHTER 

oef: HHHHHHHHHHH 

Amount: Subst: SUB 

No. Cont: 1 Cont: pb 

Date Rec'd: 09/04/2008 No. Analyzed: 

Gross Wt.: 4.20 Net Weight: o- ^ 



# Tests: 

•w c 


Prelim: Coccu-Ca, 


Findings: 




City: Framingham Police Dept 
Officer: P.O. ALAN DUBESHTEI 
Def: 

Amount: 

No. Cont: 1 Cont: pb 

Date Rec’d: 09/04/2008 
Gross Wt.: 4.70 


Date Analyzed: | ^ 



Subst: SUB 

No. Analyzed: 

Net Weight: O-^O 
# Tests: 



OJlAJU 


Prelim: CCCco^ 


Findings: 



No. Date Analyzed: ^ 

City: Framingham Police Dept. 

Officer: P.O. ALAN DUBESHTER 

Amount: Subst: SUB 

No. Cont: 1 Cont: pb 



Date Rec'd: 09/04/2008 No. Analyzed: 

Gross Wt.: 4.70 Net Weight: O-^ 


# Tests: 



c 



Prelim: cccou-oa. 


Findings: 








No. Date Analyzed; 

City: Framingham Police Dept, 

Officer: P.O. ALAN DUBESHTER 
Def; 



Amount: 

No. Cont: 1 Cont: pb 

Date Rec'd: 09/04/2008 
Gross Wt.: 4.30 


Subst: SUB 

No. Analyzed: 

Net Weight. O - 



Prelim: coccyx 


Findings: 




No. Date Analyzed: 11 

City: Framingham Police Dept. 



Amount: Subst.SUB 



No. Cont: 7 Cont: pb 

Date Rec'd: 09/04/2008 
Gross Wt: 9.20 


No. Analyzed: ^ 
Net Weight: 


Prelim: (locou^h. 


Findings: 
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No. Date Analyzed: O \-o &- o 

City: Framingham Police Dept. 

Officer: POAUNDUBESHTg^^^^^ 

Def: 

Amount: SubsfcSUB 

No. Cont: i Cont: pb 

Date Rec'd: 09/04/2008 No. Analyzed: 

Gross Wfc; 9.30 Net Weight: 

# Tests: Q cvo 


Prelim: 


Findings: o 





No. Date Analyzed: 0 ° 

City: Framingham Police Dept. 

Officer: P.O. ALAN DUBESHTER^_^__ 

Def: 

Amount: Subst SUB 


No. Cont: 1 corn: pb 

Date Rec'd: 09/04/2008 
Gross Wt: 15.60 


Prelim: 


No. Analyzed: 
Net Weight: 

# Tests: b 

Findings: ue ^^a 


Folk_OIG_PRR_050436 




DRUG POWDER ANALYSIS FORM 


SAMPLE # 

No. of samples tested: 


AGENCY ANALYST 


Evidence Wt 


PHYSICAL DESCRIPTION: 

*Q S,\_*_-a V-VO\ 


Gross Wt { ): O S~qm 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: q. 'Tip L 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (v) 
Marquis 

Froehde’s ~x 
Mecke's 


Microcrvstalllnc Tests 
Gold 

Chloride_ 4~ _ 

TLTA ( -Q_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS r^cr^jL 
DATE j 


GC/MS CONFIRMATORY TEST 

RESULTS Q_.C)C< iaa.0 _ 

MS 

OPERATOR (Cc\C- _ 

DATE \ r _fVOf \ 


Revised 7/2005 
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PHYSICAL DESCRIPTION: 


\eL 


^ f ' v vpVj 


Gross Wt ( ) 

Gross Wt { ): 

Pkg. Wt: 
Net Wt: 


Q. xs so 


PRELIMINARY TESTS 
Spot Tests 


MicrocrvstaUfne Tests 


Cobalt 

Thiocyanate j-V-J 


Gold 

Chloride 


Marquis 


TLTA 


Froehde's 


OTHER TESTS 


Mecke's 


PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS Co i 


RESULTS {QCQJuJL 


DATE 


x a - is \'-U£ 


MS 

OPERATOR 




DATE_\- °\~Oh 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE U 



AGENCY 


ANALYST 


No. of samples tested: 


Evidence WL 


PHYSICAL DESCRIPTION: 


Gross Wt ( ):_o__3iS_Jd_l 


l p\i\ ckj\_s-2G Cv\£_ <f_ 


Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: O ^QUQ 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( y) 
Marquis 

Froehde's —, 

Mecke's " 


Microcrvstalllne Tests 
Gold 

Chloride _ 

TLTAJ^_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS t 

DATE V^j>\-o^ 


GC/MS CONFIRMATORY TEST 
RESULTS COC<j*aj> 

MS 

OPERATOR 

DATE_ \ - O ^ 


Revised 7/2005 








PRELIMINARY TEST RESULTS 

RESULTS fo rf , ia 
DATE hoy- 


GC/MS CONFIRMATORY TEST 



Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE M 
No. of samples tested: 


AGENCY YYc*-s\vrx*Vor<VN ANALYST 

Evidence Wt 




PHYSICAL DESCRIPTION: 


^o~odsA jj-<Q 
SuVs. J WAte n'x 

S ^oa^c. ^oS. 

\ C r ' edujc\ 
t% '^cy\<xVV 


Gross Wt { 

Gross Wt { ):_ 


Pkg. Wt 

Net Wt 




\(XJ\Ca^ - C^ioS^vurv 0< \ ( 5 . 271 .^ 


ps <?ao^ \ \ \ n 1 3 , xso 2 

QVcou^ \VK^V o V\^- ^ ll. 4^) Srsv^U- 




CJ^ \ \ - 2-Li 3 •i— 


oVi w_rr" \ Is '^>'toS " i X - S C~1 ^ 
^pCSaOi l vO-' O- 1 -' t!j^V5»- 

\ .^45^ 


SV5>0 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

q Thiocyanate (V) 
Marquis ~~ 

C\ Froehde's 


Mlcrocrvstalline Tests 


Gold 

Chloride 4- 


^ TLTA ( +) t~ 


OTHER TESTS 


*1 


Mecke's 


PRELIMINARY TEST RESULTS 

RESULTS COC _ 

DATE 


GC/MS CONFIRMATORY TEST 

RESULTS C OC OJUilL 

MS 

OPERATOR _ 

DATE 1 - Q ^f~ O C\ 


Revised 7/2005 
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Sample #: 

# samples tested: 


u 

Gross 

Weight 

Packet Weight 

Net 

Weight 

u 

Gross 

Weight Packet Weight 

1 

- Ml °l 2- 

©.wo 

B-XS 2-2- 

26 


2 

2>-mo5') 

O- \ c i^ M 

3 . xdh3> 

27 

X ' \3 01SO 

3 

VB°>6>S 

©-X33 S' 

B -1 

28 


4 

3 - X.M b c ( 

o -iioi 

3,-OBbX 

29 


5 

i-'X c \S'\ 

©xas-s 


30 


6 




31 


7 




32 


8 

\ ■ lb5 Z 

fO-1 bu^i 

W O^S-3 

33 

K - ‘ \- 0^83 

9 




34 


10 




35 


11 




36 


12 




37 


13 




38 


14 

OOOM5 

0>\O0 

e>. ssns 

39 

X ^ 

15 

6- bOZl 

O-1^-13 

o-^ot 

40 

X x ' ©3x^3, 

16 

6- (a3^q 

6 - \?>u5 

6 - SOM^i 

41 

\s (X)- °i 

17 




42 


18 




43 


19 




44 


20 




45 


21 




46 


22 




47 


23 




48 


24 




49 


25 




60 

1 


Net 

Weight 


Calculations: 


feSsV (^)^“\ u,vr V ^ 

_ ZG-asoi 


-V \ -v °v • ^" ) M 
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DRUG POWDER ANALYSIS FORM 


SAMPLE it 



No. of samples tested: 


AGENCY ANALYST 

A 

Evidence Wt 




PHYSICAL DESCRIPTION: 

t 


>(>^<-0 C &- U 2 -& 


' Q> ■D 


Gross Wt ( ): Q- jJ=^2K 

Gross Wt { ):_ 

Pkg. Wt:_ 

Net Wt: Q- OlSb 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( 4 .) 
Marquis 

Froehde’s -n 
Mecke's 


Mlcrocn/stalllne Tests 
Gold 

Chloride ^ _ 

TLTA (-V)- _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS C&cr.^o 
DATE_ t u- ,s 


GC/MS CONFIRMATORY TEST 

RESULTS 

MS 

OPERATOR \CPsC- 

DATE \ - 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY \x-q\a ^ 


ANALYST 

Evidence Wt 



PHYSICAL DESCRIPTION: 

ye_ ^ <lOul ‘v.OAa s Vv\^<2. 
v\ 


Gross Wt ): *-a ~q> bbS" 

Gross Wt ( 3 ): i-~)Q^b 

Pkg. Wt:__,_ 

Net Wt:_ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

3 Thiocyanate ( -y) 

5 Marquis —■» 

3 Froehde’s ^ 

3 Mecke’s _ 


MlcrocrvstalUne Tests 

Gold 

3 Chloride_4,_ 

3 TLTA ( _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS ^Qcou 
DATE |l~^ 


GC/MS CONFIRMATORY TEST 
RESULTS CQCC UlXD 
MS 

OPERATOR _ 

DATE \- <\-QP\ 


Revised 7/2005 
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# samples tested: 


# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

1 


O- \ l'~\5 

O-M.'SSC 

26 




2 



O “ 3") 

27 




3 

o-s "m 

Q.'12A 


28 




4 




29 




5 




30 




6 




31 




7 




32 




8 




33 




9 




34 




10 




35 




11 




36 




12 




37 




13 




38 




14 




39 




15 




40 




16 




41 




17 




42 




18 




43 




19 




44 




m 




45 




21 




46 




22 




47 




23 




48 




HI 




49 




HI 




50 




Calculations: ^o^-r u>r- 

. \.Z\ U~) /-S - 0 • ^3%'S. ^ 

- 3-obiq 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# L 
No. of samples tested: 


AGENCY ANALYST fVV> 

.*".^5 

Evidence Wt ^ 


PHYSICAL DESCRIPTION: 


UDSCVS ^o-a^cVa^cQ ^vOsirV*'’^ <-<£ 
v"\ ■v 

CiD''Y\e_ \ooS.<2 - '^v-aN=> Qp vctiMCf 


Gross Wt ( ) 

Gross Wt ( ) 

Pkg. Wt 
Net Wt 


SSMO 


S G3.fc> 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (*f~) -r- 
Marquis — 
Froehde's 
Mecke's 


(Ljpee-Ach 


Mlcrocrvstalllne Tests 

Gold 

Chloride — _ 

TLTA ( —•) — _ 

OTHER TESTS 

YvAYx 2 l ~ _ 

u» - COW^Qf^ 


PRELIMINARY TEST RESULTS 
RESULTS tae^g.\\.vlM2- 
DATE SV-Q&- 

Ov-oS 5 -rJ'n 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE AGENCY ANALYST 

i. 

No. of samples tested:_ Evidence Wt 











Sequence: C:\HPCHEM\1\SEQUENCE\CBS.S 


Sequence Table (Front Injector): 
Method and Injection Info Part: 


Line 

Location 

SampleName 

Method 

Inj 

SampleType 

InjVolume 

1 

Vial 

1 


GENSCAN 

1 

Sample 

1,0 

2 

Vial 

2 


GENSCAN 

1 

Sample 

1.0 

3 

Vial 

3 


GENSCAN 

1 

Sample 

1.0 

4 

Vial 

4 


GENSCAN 

1 

Sample 

1,0 

5 

Vial 

5 


GENSCAN 

1 

Sample 

1.0 

6 

Vial 

6 . 

jl? 1 

GENSCAN 

1 

Sample 

1.0 

7 

Vial 

7 

■ 1 

GENSCAN 

1 

Sample 

1.0 

8 

Vial 

8 

jvjB 1 

GENSCAN 

1 

Sample 

1.0 

9 

Vial 

9 

tjf"**?* I 

GENSCAN 

1 

Sample 

1.0 


Sequence Table (Back Injector): 
No entries - empty table! 
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Instrument 3 12/31/2008 12:28:51 PM ASD 



Data File C:\HPCHEM\1\DATA\001F0101.D 


Sample Name: BLANK 

Injection Date : 12/31/2008 8:26:27 AM Seq, Line : 1 

Sample Name : BLANK Location : Vial 1 . 

Acq. Operator : ASD Inj : 1 

Acq. Instrument : Instrument 3 Inj Volume : 1 \il 

Sequence File : C:\HPCHEM\1\SEQUENCE\CBS.S . 

Method : C:\HPCHEM\l\METHODS\GENSCAN.M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SAMPLES 



Area Percent Report 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1,0000 

Sample Amount : 1.00000 [fleeps] (not used in calc.) 
Use Multiplier & Dilution Factor with ISTDs 


Signal 1: FID1 A, 

Peak RetTime Type Width Area Height Area 

# [min] . [min] [pA*s] [pA] % 

-I-j-j --|----|---|- 

1 1.093 BB S 0,0204 1.19743e5 9,90043e4 1.000e2 

Totals : l*19743e5 9.90043e4 

Results obtained with enhanced integrator! 

*** End of Report *** 


Tnefnmpnf 3 12/31/2008 8:45:27 AM ASD 
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Data File C:\HPCHEM\1\DATA\002F0201.D 


Sample Name: COKE/CODEINE 


Injection Date : 12/31/2008 8:50:01 AM 

Sample Name : COKE/CODEINE 

Acq, Operator ; ASD 

Acq. Instrument : Instrument 3 

Sequence File : C:\HPCRm\l\SEQUmCE\CBS ,S 

Method : C:\HPCHEM\l\METHODS\GENSCAN.M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SAMPLES 


Seq. Line 
Location 
Inj 

Inj Volume 


2 

Vial 

1 

1 ]il 




Area Percent Report 


Sorted By : 
Multiplier : 
Dilution 

Sample Amount : 
Use Multiplier & Dilution 


Signal 
1.0000 
1.0000 

1.00000 [fleeps] 
Factor with ISTDs 


(not used in calc.) 


Signal 1: F1D1 A, 


Peak RetTime Type Width Area Height 

# [min] [min] [pA*s] [pA] 


1 1.093 BB S 0.0214 1.22012e5 9.72889e4 

2 3.860 BB 0.0143 357.46060 393.45807 

3 4.579 PB 0.0168 298.60663 267.37390 


Area 


99,46517 

0,29140 

0.24343 


Totals : 


1.22668e5 9.79497e4 


Results obtained with enhanced integrator! 


*** End of Report *** 


'■'w^i/onna Q*nQ ; m AM ASD 
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Data File C:\HPCHEM\1\DATA\003F0301.D 


Injection Date 

12/31/2008 9:13:38 AM 

Seq. Line 

3 

Sample Name 

BLANK 

Location 

Vial 3 

Acq. Operator 

ASD 

In j 

1 

Acq. Instrument : 

Instrument 3 

Inj Volume 

1 pi 

Sequence File 

C:\HPCHEM\1\SEQUENCE\CBS.S 




Method : C:\HPCHEM\1\METH0DS\GENSCAN.M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

for unknown samples 


Sample Name: BLANK 


FID1A, (003F0301.D) 


pA • 

cfi> 

(Ji 


Y 

350 ~ 


300 ~ 


250 -j 


200 A 


150- 


100- 


50- 

jl 

1 


“1-r—T-r—-r ~I -1 -T -T- t -1- 1 -1-T “|-r i-r -j i i i J “i T ■ 1 1 1 1 I I 

2 4 _ 6 8 10 12 _ 14 18 18 mml 


Area Percent Report 


Sorted By : Signal 

Multiplier : 1.0000 

Dilution : ■ 1.0000 

Sample Amount : 1.00000 [fleeps] 

Use Multiplier & Dilution Factor with ISTDs 


(not used in calc.) 


Signal 1: FIDl A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA*s] [ P A] % 

-!-|-|—-[-I-I- 

1 1.093 BB S 0.0178 1.21960e5 9.98055e4 1.000e2 

Totals : 1.21960e5 9.98055e4 

Results obtained with enhanced integrator! 


*** End of Report *** 


— t- 3 19/31/2008 9:32:38 AM ASD 
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Data Kile C:\HPCHEM\1\DATA\005F0501.D 


Sample Name: BLANK 


Injection Date : 12/31/2008 10:01:06 AM 

Sample Name : BLANK 

Acq> Operator ; ASD 

Acq. Instrument : Instrument 3 

Sequence File : C:\HPCHEM\1\SEQUENCE\CBS.S 

Method : C:\HPCHEM\l\METHODS\GENSCAN.M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SAMPLES 


Seq. Line : 5 

Location : Vial 5 
Inj : 1 

Inj Volume : 1 pi 



FID1 A, (005F0501.D) 


pA "■ 
350 ^ 

300 

250- 

200 

150 

100 - 

50 - 


CO 

0? 


~ 1 — r ~ 

18_min! 


-5- - 




10 


12 


14 


16 


Area Percent Report 


Sorted By : 
Multiplier : 
Dilution 

Sample Amount : 
Use Multiplier & Dilution 


Signal 

1.0000 

1.0000 

1.00000 [fleeps] 
Factor with ISTDs 


(not used in calc.) 


Signal 1: FID1 A, 


Peak RetTime Type Width Area Height 

# [min] [min] [pA*s] [pA] 


1 1.093 BB S 0.0185 1.23272e5 9.41760e4 


Area 


1.000e2 


Totals : 


1.23272e5 9.41760e4 


Results obtained with enhanced integrator! 


*** End of Report *** 


_ _ 


-3 n/n/ynna 10:20:06 AM ASD 
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Data Tile C:\HPCHEM\l\DATA\006F0601.p 


Injection Date : KV^l/2008 11: 07 : 05 AM 
Sample : 

Acq. Operator : 

Acq. Instrument : Instrument 3 
Sequence File ; C:\HPCHEM\1\3EQUENCE\CBS.S 
Method : C:\HPCHEM\l\METHODS\GENSCAN.M 

Last changed : 12/15/2008 12:38:16 PM by ASD 
FOR UNKNOWN SAMPLES 


Seq, Line 
Location 
Inj 

Inj Volume 


6 

Vial 6 
1 

1 pi 


Sample Name: B08-534 94 


F1D1 A, (006F0601.D) 


pA' 

350- 

300- 

250- 
200 ~\ 
150 

lOO- 

SO- 


1 - T 

4 


—j— 
10 


12 


~n 
14 


16 


*i*T 


min 


Area Percent Report 


Sorted By 
Multiplier 
Dilution 
Sample Amount 
Use Multiplier 


: Signal 

; 1,0000 

: 1.0000 

: 1,00000 

Sc Dilution Factor with 


[fleeps] 

ISTDs 


(not used in calc,) 


Signal 1: FID1 A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA*s] [pA] % 

-i--|-|-|--I---I-— 

1 1.093 BB S 0.0189 1.16092e5 8,50862e4 1.000e2 


Totals : 1,16092e5 8.50862e4 

Results obtained with enhanced integrator! 

*** End of Report *** 


i- 3 12/31/2008 11:26:06 AM ASD 
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Data File C:\HPCHEM\1\DATA\007F0701.D 


Injection Date 

12/31/2008 11:30:42 AM 

Seq. Line 

7 

Sample Name 

BLANK 

Location 

Vial 7 

Acq. Operator 

ASD 

Inj 

1' 

Acq, Instrument 

Instrument 3 

Inj Volume 

1 pi 

Sequence File 

C:\HPCHEM\1\SEQUENCE\CBS,S 




Method : C:\HPCHEM\1\METHODS\GENSCAN,M 
Last changed : 12/15/2008 12:38:16 PM by ASD 
FOR UNKNOWN SAMPLES 


Sample Name: BLANK 


HD1 A, (007F0701.D) 


pA : 
350- 

300“ 

250- 

200 “ 
150 / 
100 - 







T -r 
2 


T 

4 


~r 

6 


T 

8 


i ■ J * r~ 
10 12 


“I ■ ■ 1 r~ 

14 18 


r ~r —~ 

18 min 


Area Percent Report 


Sorted By 

: Signal 


Multiplier 

: 1,0000 


Dilution 

: 1.0000 


Sample Amount 

)— 1 

o 

o 

o 

o 

o 

[fleeps] 

Use Multiplier 6 

Dilution Factor with 

ISTDs 


(not used in calc,) 


Signal 1: FID1 A, 

Peak RetTime Type Width Area 
# [min] [min] [pA*s] 


Height Ax~ea 
[pA] % 


1 1.094 BB S 0.0236 1.23431e5 9.09792e4 1.000e2 


Totals : 1.23431e5 9.09792e4 

Results obtained with enhanced integrator! 

*** End of Report *** 


- /n-, /onno n - 4Q - 4? AM &SD 
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Folk_OIG_PRR_050454 







Data File C:\HPCHEM\1\DATA\008.F0801.D 


Sample Name: B08-53495 


Injection Date : 12/31/2008 11:54:21 AM 
Sample Name : 

Acq. Operator : ASD 

Acq. Instrument : Instrument 3 

Sequence File : C:\HPCHSM\1\SEQUENCE\CBS.S 

Method : C:\HPCH£M\1\METH0DS\GEN3CAN.M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SAMPLES 


Seq, Line 
Location 
Inj 

Inj Volume 


8 

Vial 8 
1 

1 pi 


pA 

350 

300 ’ 

250 

200 
150 -j 
100 

50 


FID1A, (008F0801.D) 

co 


CM 

CM 

OJ 


IX- 


6 


t™ 1 — 1 —i—*— 1 —■—r— ! — 1 — 1 —u— 1 —*"— 1 —t —'— 1 1 i r ^“' 
8 10 12 14 16 18 min 


Area Percent Report 


Sorted By 
Multiplier 
Dilution 
Sample Amount 
Use Multiplier & 


: Signal 

: 1.0000 

: 1.0000 

: 1.00000 [fleeps] 

Dilution Factor with ISTDs 


(not used in calc.) 


Signal 1: FID1 A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA*s] [pA] % 


1 1.093 BB S 0.0221 1.23593e5 9.53112e4 99.93045 

2 1.922 PV 0.1167 86.01676 8.77123 0.06955 


Totals : 1.23679e5 9.53200e4 

Results obtained with enhanced integrator! 

*** End of Report *** 


Instrument 3 12/31/2008 12:13:21 PM ASD 


Page 1 of 1 

Folk_OIG_PRR_050455 











Sample Name: BLANK 


Data Kile C:\HPCHEM\1\DATA\Q09F0901.D 


Injection Date 

12/31/2008 12:18:06 PM 

Seq. Line 

9 

Sample Name 

BLANK 

Location 

Vial 9 

Acq. Operator 

ASD 

Inj 

1 

Acq. Instrument 
Sequence File 

Instrument 3 

C:\HPCHEM\1\SEQUENCE\CBS.S 

Inj Volume 

1 pi 


Method : C:\HPCHBM\1\METH0DS\GENSCAN«M 
Last changed : 12/15/2008 12:38:16 PM by ASD 
FOR UNKNOWN SAMPLES 



18 mir 


Area Percent Report 


Sorted By 
Multiplier 
Dilution 
Sample Amount 
Use Multiplier & 


Signal 

: 1.0000 
1.0000 

1.00000 [fleeps] 

Dilution Factor with ISTDs 


(not used in calc.) 


Signal 1: FID1 A, 

Peak RetTime Type Width Area 

# [min] [min] [pA*s] 


Height Area 

[pA] % 


1 1.093 BB S 0.0215 1.23823e5 9.49682e4 1.Q00e2 


Totals : 


1.23823e5 9.49682e4 


Results obtained with enhanced integrator! 

*** End of Report *** 


rn3 12/31/2008 12:37:06 PM ASD 
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Area Percent / Library Search Report 


0 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636775.D 

KAC ." 

7 Jan 2009 7:10 

BLANK 

2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


636775.D Wed Nov 04 09:38:03 2009 Page 1 


Folk_OJG_PRR_050457 







Area Percent / Library Search Report 



Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636776.D 

KAC ".~ 

7 Jan 2009 7:24 

COCAINE STD 

5 

DRUGS 

RTE 


j 1200000 

) 

I 1000000 

i 800000 

! 600000j 

I i 

! 400000j 

200000I 


frime-> 0 2.00 * ' 2.fe6 ' ' 3.00 ' ' 3.&0 ’ ' 4.00 7 ' 4.50 ‘ 5.00 ' ' 5.50 ’ ' 6.00 ‘ ' 6.50 ' ' 7.66 ’ ' 7 50 ' ’ 8.00 ’ 8.50 ’ ' 9.56 3. 


4123 


U1Cr63677BXT 


50 


Ret. Time 

Area 

Area % 

Ratio % 

4.227 

1276214 

100.00 

100.00 


636776.D Wed Nov 04 09:38:17 2009 Page 1 
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Area Percent / Library Search Report 



Information from Data File: 


File Name 

E:\Q1-2009\SYSTEM4\01 06 

09\636776.D 

Operator 

KAC 


Date Acquired 

7 Jan 2009 7:24 


Sample Name 
Submitted by 

COCAINE STD 


Vial Number 

5 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS ft Qual 

1 4.23 C 

:\DATABASE\SLI.L 

COCAINE 

000050-36-2 99 


I^Hundance 


'Average of?7206To 47333 min.: 63677BX> fy 


182 



94 


105 


122 


U ^0 ^5O^^SQ 7 ^ 713**8 cP^90^160^11 7 Q~ 280 290 300 
^urTdahce " 


135 1( ? 2 1?6 


198 


303 


272 

214 223 242 259 i 281 


82 


80 


60 


40' 


20 


^29TTX5CA1NE“ 


182 


94 


42 


^ 68 

rhc-jh 


l..i 


105 


122 

1U I i oc ^52 166 


198 


214 


244 259 


272 


303 


Jnfe-^ 40 50 60 70 80 90 100 14 0^ 1 ^0 130 140 150 160 170 180 190 200 210 2 20 230 240 250 260 270 28 0 290 300 


636776 , D 


Wed Nov 04 09:38:17 2009 


Page 2 
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Area Percent / Library Search Report 



Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636777.D 

KAC 

7 Jan 2009 7:37 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


636777.D Wed Nov 04 09:38:29 2009 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\Q1-2009\SYSTEM4\01_06_09\636778.D 

Operator : KAC 

Date Acquired : 7 Jan 200 9 7:51 

Sample Name : 

Submitted by : ASD 

Vial Number : 78 

AcquisitionMeth: DRUGS 
Integrator : RTE 




Folk_OJG_PRR_050461 











Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E: \Q1-2 009\SYSTEM4\01_0 6__09\636778 .D 
KAC 

_1_ Jan 2009 7:51 

ASD 

78 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


1 4.24 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


jAbundance 


Average of 47206 I6'4':365~min.; B3S77ST.D (-)“ 


20 



r-q W I V -, 

m/z-> 40 50 60 70 80 90 1 00 

Abundance ~ 


ico 1C - in 

. J]| ,,, 14,,,, ^ ,,,, t |,i ) Q .l)l, . 207 22 2 i 242 259 j, 288 .j, 

07)0 120 130' 140 150 1^0 iJo 180 190 2&0 2-i 0 220 2&> 240 2$0 260 270 2^0 290 3(l>0 


IS'STCUCATRF' 


I 20| 42 


oUf^-riUy.. 



122 

1,114., I 135 ]f 2 188 


i 214222 244 259 


m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230: 


270 280 290 300 


636778.D 


Wed Nov 04 09:39:10 2009 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636779.D 

KAC 

7 Jan 2009 8:05. 

BLANK 

ASD 

2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


636779.D Wed Nov 04 09:39:17 2009 Page 1 
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Area Percent / Library Search Report 



Information from Data Pile 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E: \ Q1-2009\SYSTEM4\01_06__09\636780 . D 
KAC 

7 Jan 2009 8:19 


ASD 

80 

DRUGS 

RTE 


Abundance 


! 20000001 

j 1 

I t 

j 1500000, 

j 

I 1000000i 

J 

j 500000 



jl 


TJCT6367B0IT 


3.46 i 

I ! 


(Time~> 2.66 ' 2.50 ’ 3.56 ’ 

'3.56 ' ' 4.66 4^0 ' 

}' 5,ho 1 ’ aoo 6.56' ‘ fbo 1 i.ho 11 8.66 r 8.56 ‘ 67oo ’ ’ aso 


Ret. Time 

Area 

Area % Ratio % 

3.461 

904966 

25.02 33.37 

4.233 

2712231 

74.98 100.00 


636780.D Wed Nov 04 09:39:24 2009 Page 1 
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Area Percent / Library Search Report 




Information from Data File 


File Name 
Operator 
Date Acquired- 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636780.D 

KAC 

7 Jan 2009 8:19 


ASD 

80 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# 

RT Library/ID 

CAS# 

Qual 


1 3.46 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 



bundance 


80 


"#84039: lmidazo(2,1-b] thiazole, 2,375,6-tetrahydro-6-pheny!- 

148 


204 


60 


401 


20 ‘ 


73 


101 


121 127 


j 0 -._—• 

45 51 63 

i, ,;.-S7 L 

. i.li 

89 j j 

J,;, J. 108 up . 

, 135 141 

.jli. 157 

176 

167 ^ 185 

■m/z-> 40 

50 60 

70 ‘ 

8 j 0 90 100 i 10 120 

130 ' 14C 

150 itO 

’ 170 180 " 190 200 210 

636780 .D 


Wed Nov 04 09:39:25 

2009 


Page 2 


Folk_OIG_PRR_050465 













Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
Acquisiti onMe th: 
Integrator : 


E:\Q1-2009\SYSTEM4\01_06_09\636780.D 

KAC 

7 Jan 2009 8:19 


ASD 

80 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 4.23 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


Abundance 


20 42 

I 


;m/z-> 40 


51 

! 


82 


~7Werageor4^U7^ RT 


182 


94 


68 i ill 




105 


50 60' 1 70 ’& ’ 90 ’ l 00 ll0 120 130 140 150 'i’So^TO" lio 190 "266 210 220 230 240 250~260 270 250 290 300 


122 




198 

! 208 222 242 253 


303 


272 
| 281 


Abundance 


80 


60 i 


40' 


201 


42 


51 


8;2 


"wz^rmcmF- 


182 


94 


68 

: ^!V-. M 


105 


122 


I U' . i i ' H' i . j ' l V l j ‘;Yr-r . ' l'l ' l . i i' l 1 l ' l - i -nH l l'l , l . ■ r n*i In i |-| ' l' i i | | ‘ " I ' 1 ' 1 n t M ■ I' l | M ’ 1 ■' r ■ ' . .. ■ ■ .. 

)r\lz~> 40 50 60 7 0 80 90 100 110 120 1 30 140 1 50 160 170 l60 190 26o 210 22 0 23 0 240 250 260 270 280 290 300 


135 


152 166 


198 


214222 244 259 


272 


303 


636780.D 


Wed Nov 04 09:39:26 2009 


Page 3 
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Area Percent / Library Search Report 



Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636781.D 

KAC 

7 Jan 2009 8:33 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


636781.D Wed Nov 04 09:39:34 2009 Page 1 


Folk_OIG_PRR_050467 





Area Percent / Library Search Report 


'f 


Information from Data File: 

File Name : E : \Q1-2 009\SYSTEM4\01_Q6___09\63 6782 . D 

KAC 

7 Jan 2009 8:46 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 

82 

DRUGS 

RTE 


jAbundance 
! 2500000! 

! 2000000 ! 


4(24 

! 


“TIC: 636782.D 




1500000 

lOOOOOOf 

500000 


Time-> 2.00 2,50 

’ 3.66 ' 3.50 " ' 4.bo ’ ' 4.50 ’ 5.00 

5.50 ' ' 6.00 ' 

6.50 7. bo 7.50 8,00 ' 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.240 

3328466 

100.00 

100.00 


636782.D 


Wed Nov 04 09:39:42 2009 


Page 1 


Folk_OIG_PRR_050468 






Information from Data File: 

File Name : E:\Q1-2009\SYSTEM4\01_06_09\636782.D 

Operator : KAC 

Date Acquired : __7_Jan 200 9 8:46 

Sample Name : 

Submitted by : ASD 

Vial Number : 82 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

4.24 

C:\DATABASE\SLI.L 



COCAINE 000050-36-2 99 



636782.D Wed Nov 04 09:39:43 2009 Page 2 


Folk_OIG_PRR_050469 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636783.D 
KAC 

7 Jan 2009 9:00 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


636783.D Wed Nov 04 09:39:52 2009 Page 1 


Folk_01G_PRRJ)50470 







Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\Q1-2009\SYSTEM4\01_06_09\636784.D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 84 

AcquisitionMeth: DRUGS 
Integrator : RTE 


^^Tan 200 9 9:14 

ASD 


“ ' 423 TIC: 63B787T) 

i I 

| 2000000 -: 



Time-> zoo' ’ iicT ' X00 ' ' 3-feo 4~00 4.50 " T 5 !oO^T£o^^0O^^^T5o~^ "" a5<r~ 1 ~a5o' r ~ r 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.462 

827676 

21.40 

27.23 

4.234 

3039635 

78.60 

100.00 


636784.D 


Wed Nov 04 09:47:34 2009 


Page 1 


Folk_OIG_PRR_050471 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636784.D 

KAO 

7 Jan 2009 9:14 


ASD 

84 

DRUGS 

RTE 


Search Libraries 


3: C:\DATABASE\SLI.L 

C: \DATABASE\PMW__TOX2 . L 
C:\DATABASE\NIST98.L 

Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


3.46 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 


jAbundance 


iTm$m:urr~ 

1|8 


ol-4- . ,5 ZiSjra.j.. 

Wz-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 


Abundance 



I | 45 51 63 A | ! I 176 

oU , , 4y|a.. .V?,. , 185 . . -.-L. 

m/z--> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 


636784 .D 


Wed Nov 04 09:47:35 2009 


Page 2 


Folk OIG PRR 050472 














Area Percent / Library Search Report 



Information from Data File: 

File Name : E:\Q1-2009\SYSTEM4\01_06_09\636784.D 

Operator : KAC 

Date Acquired :.^^Jan2009 9:14 

Sample Name : 

Submitted by : ASD 

Vial Number : 84 

AcquisitionMeth: DRUGS 
Integrator -: RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2 4.23 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 




636784.D Wed Nov 04 09:47:36 2009 Page 3 


Folk_OJG_PRR_050473 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1~2009\SYSTEM4\01_06_09\636792.D 

KAC 

7 Jan 2009 11:04 

BLANK 

2 

DRUGS 

RTE 


5B®im3anc^-*---110163679215 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


636792.D Wed Nov 04 09:48:32 2009 Page 1 


Folk_OIG_PRR_050474 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01 

KAC 

7 Jan 2009 11:18 

COCAINE STD 

5 

DRUGS 

RTE 


06 09\636793.D 


Abundance ~ ~ ~ TIC: 636793.1) 

I ! 4123 

I 1200000; 

j i 

j 1000000) ' 

I .800000 

ooooooj 

j 

400000| 

j 200000i 


Tlme~> 2.00 2.k> ' ’ 3.66 ’ 

' 3.50 ^ 4.00 ' 4.50 ' 5.00 

‘ 5.fe6 

^ 6.00 1 

’ eio 7.66 7.50 ’ 8.00 ' 8.50 ’ 9.66 9.50 


Ret. Time 

Area 

Area 

% 

Ratio % 

4.226 

1327489 

100 . 

00 

100.00 


636793.D Wed Nov 04 09:48:37 2009 


Page 1 


Folk_OIG_PRR_050475 







Area Percent / Library Search Report 



Information from Data File: 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


E:\Q1-2009\SYSTEM4\01_06_09\63S793.D 

KAC 

7 Jan 2009 11:18 

COCAINE STD 

5 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# 

RT Library/ID 

CAS# 

Qual 


1 4.23 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


80 


401 


20 , 


42 


51 




68 a 

I n i III ililli ,ll„ iJhdlll Hllll III 1141,|, ,u T ,ili. I 209 222 244 269 |. 281 

40 50 60 70 80 90 1.00 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


Average of 4.205 to 4.332 min.: 636793.U (-) 


182 


94 

f 105 


122 




135 152 16f 5 


198 272 

! 209 222 244 259 | 281 


303 


Abundance 


80! 


eo\ 


82 


lEfSTCOCSfNE" 


182 


94 


40 



1 

! 

! 



105 

20; 42 





• ,j 7 j 8 j 

! |j 


1 

! 

122 



Lm 

tU 



198 


214 


244 259 


272 


303 


)n/z--> 40 50 60 70 80 90 100 110 120 13 0 140 150 160 170 180 190 200 210 220 230 240 250 260 270 28 0 290 300 


636793,D 


Wed Nov 04 09:48:37 2009 


Page 2 


Folk OIG PRR 050476 














Area Percent / Library Search Report 





Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636775.D 
KAC 

7 Jan 2009 7:10 

BLANK 

2 

DRUGS 

RTE 


Abundance TIC: 636775'D 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


636775.D Thu Oct 29 12:57:13 2009 Page 1 


Folk_OIG_PRR_050477 










Area Percent / Library Search Report 




Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E: \Q1-2009\SYSTEM4\01_06_09\636776 .D 
KAC 

7 Jan 2009 7:24 

COCAINE STD 

5 

DRUGS 

RTE 


4f23 TICr63B77Sn3 

| 1200000 
! 1000000 
I 800000 
600000 

400000 S 

ji 

200000- ji 


(Time-> 2.66 ' ‘ 2.66 ' ' 3.66 ' 

' iho 11 4,66 ' 4 . 50 11 5 . 60 1 ' 5 . 56 ' ’ 6.60 

e.feo ' 7 . 0 Q'' 7 .bo ' aoo '' a.ko ’ ' 9 . 66 '' 9 . 60 ' 


Ret. Time 

Area Area % 

Ratio % 

4.227 

1276214 100.00 

100.00 


636776.D Thu Oct 29 12:57:19 2009 


Page 1 


Folk_OIG_PRR_050478 







Area Percent / Library Search Report 


Information from Data File: 


File Name 

E:\Q1-2009\SYSTEM4\01 06 

09\636776.D 

Operator 

KAC 


Date Acquired 

7 Jan 2009 7:24 


Sample Name 
Submitted by 

COCAINE STD 


Vial Number 

5 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 


1 4.23 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 



636776.D Thu Oct 29 12:57:20 2009 Page 2 


Folk_OIG_PRR_050479 










Area Percent / Library Search Report 


\ 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636785.D 
KAC 

7 Jan 2009 9:28 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance " ”” ' .. TfC: t3’67B~5.D“ 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


636785.D Thu Oct 29 12:58:31 2009 Page 1 


Folk_OIG_PRR_050480 











Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\Q1-2009\SYSTEM4\01_06_09\636786.D 

Operator : KAC 

Date Acquired : 7 Jan 2009 9:41 


nil tt 


Submitted by 
Vial Number 
Acquis!tionMeth 
Integrator 


ASD 
86 

DRUGS 

RTE 



636786.D 


Thu Oct 29 12 : 59:09 2009 


Page 1 


Folk_OJG_PRR_050481 















Area Percent / Library Search Report 



Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2 009\SYSTEM4\01_06__0 9\63 6786 .D 
KAC 

7 Jan 2009 9:41 


ASD 

86 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98 . L 


PK# RT Library/ID 


CAS# Qual 


1 4.24 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.20b to 4.348 min.: 63b786.D (-} 



Folk OIG_PRR_050482 


636786.D 


Thu Oct 29 12:59:09 2009 


Page 2 

















Area Percent / Library Search Report 



Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636787.D 
KAC 

7 Jan 2009 9:55 


ASD 
87 

DRUGS 

RTE 


Abundance 

i 2000000! 


15000001 

I 

I 


| 1000000 


! 500000 


4)23 


~nurm7wro~ 


jnme~> 2 .oo'' 2.5 cT lioo ^ 0 ^X 604 ^ 0 " 5^0^5^0^61)0' ’ 8.feo' ’ abfT'TSr 


Ret. Time Area Area % Ratio % 


4.232 2076078 100.00 100.00 


636787.D Thu Oct 29 12:59:18 2009 Page 1 


Folk_OIG_PRR_050483 






Area Percent / Library Search Report 



Information from Data File: 

File Name : E:\Q1-2009\SYSTEM4\01_06_09\636787.D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 87 

AcquisitionMeth: DRUGS 
Integrator : RTE 


^^Jar^2009 9:55 

ASD 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.23 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 





182 


122 

J 

i 

JUu- 7 - 


131 140 


152 166 


198 


303 


272 


m/z~> 40 50 60 70 80 90 


110 120 130 


140 150 1^0 170 1 TO 1^02)0 210 2&) 


214 230 242 258 


281289 


{Abundance 


80 


82 


“$29: CQCim^ 


182 


20 


42 


51 


68 


\ ■ - tW l. t44 J, , M k Ml, rr ^ , , , Jl 

'0z-> 40 50 60 70 80 90 100 110 120 160 140 150 160 17 0 180 190 200 210 220 23 0 2 40 250 260 270 280 200 300 




94 


105 


122 


l m j j 114 j | 135 1 f 2 1 ® 6 


198 


214222 244 259 


272 


303 


636787.D 


Thu Oct 29 12:59:19 2009 


Page 2 


Folk OIG PRR 050484 











Area Percent / Library Search Report 


vjf\C 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636788.D 

KAC 

7 Jan 2009 10:09 


ASD 

88 

DRUGS 

RTE 


Abundance 
! 2500000 

: 2000000 

! 1500000 

j 1000000- 

I j 

j 500000j 


24 


TrcrB35788ir 


•time~> 2.b6 2.bo 3.66 

' 3.66 ' 4.66 4.66 ' 5.00 

' ’ 5.50 6.66 ’ 

6.50 ' 7.66 ’ 7.50 8.00 ’ 8.66 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.240 

3746617 

100.00 

100.00 


636788 .D 


Thu Oct 29 12:59:24 2009 


Page 1 


Folk OIG PRR 050485 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636788 .D 
KAC 

7 Jan 2009 10:09 


ASD 

88 

DRUGS 

RTE 


Search Libraries: C 


\DATABASE\SLI.L 
\DATABASE\PMW_TOX2,L 
\ DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT Library/ID 


CAS# 


Qual 


1 4.24 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


'Abundance 


7^verap^rra3TTo - 4.1TS0TTiffrr6WSB3JT-y' 


. 

40 50 60 70 80 90 100 llo 120 130 140 150 160 170 180 190 200 ; 


215223 242 ( ^258 r i 288 

21 QzS 230 240 250 2®) 270 2&) 290 3<fo 


jAbun dance 


^2-grCDCAfNE' 


'pn fz—> 40 50 80 70 80 90 100 110 l2o 1 30 140 


122 198 279 3 ° : 

114,, 135 i, 1 ? 8 J I 214222 244 259 I i 

‘-r n iTI'inji , ‘c- H -T-t I I | h n n j i rriSHT T -i- r v i i ' i > n j I r- r i n * i rr j r-r r t n ii ]nu i t v < i i4 Vn prm i . i --p j 11 -i 

0 120 130 140 150 160 170 180 190 200 210 2io 230 240 250 260 270 280 290 300 


636788 ,D 


Thu Oct 29 12:59:25 2009 


Page 2 


Folk OIG PRR_050486 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636789.D 

KAC 

7 Jan 2009 10:23 


ASD 

89 

DRUGS 

RTE 


Abundance 

I 

2500000 


2000000 )' 

1500000 

1000000 

j 

500000j 


4124 


TIC 63678913 


Jime~> 2.66 ‘ ’ 2.66 ' ‘ 3.00 ’ 

' 3.50 ' 1 4.60 ’ ' 4.60 ' ' 5.00 

' sio ' 6 . 1)0 ' 

’ 6.50 ' 7.00 ' 7.50 * 8.00 ’ 1 8.60 ' 9.66 * 9.50 ' 


Ret. Time 

Area 

Area % 

Ratio % 

4.240 

3726252 

100.00 

100.00 


636789.D 


Thu Oct 29 12:59:31 2009 


Page 1 


Folk_OIG_PRR_050487 




Area Percent / Library Search Report 



Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01 

KAC 

7 Jan 2009 10:23 


ASD 

89 

DRUGS 

RTE 


06 09\636789.D 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98,L 


PK# RT Library/ID 


CAS# Qual 


1 4.24 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


Rbuntfance 



303 


138 152 166 


198 272 

207215 228 242 258 ! 281289 


mfz—> 40 50 60 70 80 90 lOO 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 2§0 300 


abundance 





182 


105 


122 [ 198 

I 152 166 il ] 

■ 1 1 | l . 1 '?l 1 ' lit In v cl'c r 


80 90 100 110 120 130 


214222 244 259 


272 


0 160 170 180 1 


<§02^)0 210 2^230 2o 250 2&) 270 2&)‘ 2^0 


303 ; 


300 


636789.D 


Thu Oct 29 12:59:32 2009 


Page 2 


Folk_OIG_PRR_050488 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636790.D 

KAC 

7 Jan 2009 10:37 


ASD 
90 

DRUGS 

RTE 



'CYB367St.IT 


prime- 


-> T&0 ' ' 5. bo ' S.feo 1 6.()0 1 6.50 71)6 T 7,50 8.00 HJxT'9.1)6 ' 9.50 


Ret. Time 

Area 

Area % 

Ratio % 


4.229 

1895052 

100.00 

100.00 



636790.D 


Thu Oct 29 12:59:38 2009 


Page 1 


Folk_OJG_PRR_050489 





Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\Q1-2009\SYSTEM4\01_06_09\636790.D 

Operator : KAC 

Date Acquired : 7 Jan 2009 10:37 

Sample Name : 

Submitted by : ASD 

Vial Number : 90 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 4.23 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 



152 166 


207215 




40 50 60 70 80 90 100 1l0 120 130 140 150 l60 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


272 

243 259 j. 281 



636790.D Thu Oct 29 12:59:38 2009 


Page 2 


Folk_OIG_PRR_050490 






Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\Q1-2009\SYSTEM4\01_06_09\636792.D 

Operator : KAC 

Date Acquired : 7 Jan 2009 11:04 

Sample Name : BLANK 

Submitted by : 

Vial Number : 2 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS * * * 


636792.D Thu Oct 29 13:00:08 2009 Page 1 



Folk_OIG_PRR_050491 





Area Percent / Library Search Report 



Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636793.D 

KAC 

7 Jan 2009 11:18 

COCAINE STD 

5 

DRUGS 

RTE 


[Abundance 

j 1200000| 

I 

; 1000000 : 

! ! 


800000j 
600000 
400000 


— - -— TTcr&smm 

4j23 


\ 

3 


| 200000 ] 



' 3.66 ’ ' 4.66 ‘ ' 4.66 T 5?00 

i— j— rr "i~ t 

5.50 

Tor 

‘ 6io' 7.66 ’ ' 7 . ho ' 8.66 

eio* 9.00 &k6 



Ret. Time 

Area 

Area 

% 

Ratio % 



4.226 

1327489 

100. 

00 

100.00 




636793.D Thu Oct 29 13:00:31 2009 


Page 1 


Folk_OIG_PRR_050492 




Area Percent / Library Search Report 



Information from Data File: 

File Name : E:\Q1-2009\SYSTEM4\01_06_09\636793.D 

Operator : KAC 

Date Acquired : 7 Jan 2009 11:18 

Sample Name : COCAINE STD 

Submitted by 

Vial Number : 5 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMWJFOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 4.23 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 




636793.D Thu Oct 29 13:00:31 2009 


Page 2 


Folk_OIG_PRR_050493 









Area Percent / Library Search Report 



Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636794.D 
KAC 

7 Jan 2009 11:32 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


636794.D Thu Oct 29 13:00:41 2009 Page 1 


Folk_OIG_PRR_050494 






Area Percent / Library Search Report 


% 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636795.D 
KAC 

7 Jan 2009 11:46 


ASD 

95 

DRUGS 

RTE 


Abundance 

! 2000000 

\ 

] 

\ 1500000 

! 1000000 ! 

i j 

! 500000' 


4124 


uur'6wmjr 


hme-> ° 2.66 ’ ’ £So ’ ’ ’ ‘ 4.^0^’ 5.00 ‘ ‘li .ko ' ' 6l)cr~'6.5<r ' 7.!)6T.50 8mcT' &50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.235 

2385497 

100.00 

100.00 


636795.D 


Thu Oct 29 13:00:47 2009 


Page 1 


Folk_OIG_PRR_050495 









Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\Q1-2009\SYSTEM4\01_06_09\636795.D 

Operator : KAC 

Date Acquired : _7_Jan 2009 11:46 

Sample Name : 

Submitted by : ASD 

Vial Number : 95 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 

C:\DATABASE\PMW__T0X2.L Minimum Quality: 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 4.24 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 



636795.D Thu Oct 29 13:00:47 2009 


Page 2 


Folk_OIG_PRR_050496 


VO UD 






















Area Percent / Library Search Report 



Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636796.D 

KAC ... 

7 Jan 2009 12:00 


ASD 

96 

DRUGS 

RTE 


Abundance TIC: 63S75T&D 

j j 4 23 

i 

j 2000000 j 

! 1500000 | 

1 

; 1000000- ij 

I 

500000, | 


fnme~> 2,00 2. b6 

' ibo ’ J 3.50 ‘ ' 4,66 ’ r 4,50 ' 5,00 

5.50 

6.00 ’ 

6.50 7.00 7.50 8,00 " 8.50 ’ 9,00 9.50 


Ret. Time 

Area 

Area 

% 

Ratio % 

4.234 

3043922 

100. 

00 

100.00 


636796.D Thu Oct 29 13:00:53 2009 Page 1 


Folk_OIG_PRR_050497 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


E:\Q1“2 0 09\SYSTEM4\01_0 6_09\G367 96.D 
KAC 

7 Jan 2009 12:00 


ASD 


Vial Number 

AcquisitionMeth 

Integrator 

96 

DRUGS 

RTE 

Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 



C:\DATABASE\PMWTOX2.L Minimum Quality: 90 



C:\DATABASE\NIST98.L 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

4.23 C 

:\DATABASE\SLI.L 




COCAINE 

000050-36-2 99 

Abundance 

* 

Average of 4.207 to C371rnin.: 63679670 (-) 

p : 

1 

80 


1 

32 

: 60 



; 

i 1 


H 

; 

; 4 0j 

! i 

: 105 

| 1 1 



II ! 


20 ] 


! 42 


51 


68 

iiiluJk 


122 


135 152 166 
J l 1 ! ’ ! r rjr Vi If T- I r? J Ltr m4r 

■ 120 ‘ 


198 


303 


272 


207216 230 242 259 


288 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 2^0 230 240 250 260 270 280 290 300 
'Abundance ~~~ "™ ~ #29: COCAINE 


94 


!l 


105 


182 


1 ! 

51 

81 , 68 

ii. tl.iiiii.i f.lju. J 

jj (I 

I. J.I 

uibL jJJJjj 

i 

j 122 

• , j 'j'i.c: 152 

L. Ihi.i .li.L . . iL, __A 

198 303 

272 

• [. 214222 244 259 j. 

40 50 60 70 80 90 ’ 100 110 120 130 140 150 160 170 18C 

> l66 200 216’ 220 230 240 250 2& 270 280 290 300 ' 


636796.D 


Thu Oct 29 13:00:53 2009 


Page 2 


Folk_OIG_PRR_050498 











Area Percent / Library Search Report 



Information from Data File: 

File Name : E:\Q1-2009\SYSTEM4\01_06_09\636797.D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 97 

AcquisitionMeth: DRUGS 
Integrator : RTE 


7 Jan 2009 12:13 



’Abundance 

| 

! 2000000 

i 1500000 

i 

| 

1000000 

. 

500000: 

| 0 
irjme-> 


4 

1 

23 


2XkT ' 2,50 ' 

3.00 3.50 4,6o 

' 4.5A 5.0( 

) ' 5.50 6.00 ’ 

6.50 7.66 7.50 8.00 6.50 9.00 9.50 







Ret. Time 

Area 

Area % 

Ratio % 

4.234 


2688106 

100.00 

100.00 


636797.D Thu Oct 29 13:00:58 2009 


Page 1 


Folk_OIG_PRR_050499 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636797.D 

KAC 

7 Jan 2009 12:13 


ASD 

97 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality; 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 4.23 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


Sundance 


80 


60 


40 


20 


42 


51 


8? 


68 

UiU_ulLu 


94 


105 

I 




122 


182 


135 1! f 2 166 

•4 


198 


303 


272 

214 223 242 259 1 288 


| m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 2^0 270 280 290 300 


®undarice 




182 


Wz~: 



94 

| 105 


40 50 60 


122 j 198 

135 152 166 ij ! 

, , 'fv-r-T ^^i-rrr . i^tf-rr ' ' 9^ ' ' ' • ■ + 

80 90 100 110 120 130 140 150 160 170 1B0 190 




214222 


244 259 


272 


^ 02 ^ 02^0230 240 250 2^270 280 290 


303 


300 


636797,D Thu Oct 29 13:00:59 2009 


Page 2 


FolkJDIG_PRR_050500 












Area Percent / Library Search Report 



Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636798.D 

KAC 

7 Jan 2009 12:27 


98 

DRUGS 

RTE 


iAburirfance 



j 3000000 

1 2500000 

i 2000000 

i 

! 1 

: 1500000] 

i 


4 

24 

! i 

i 10000001 
| 1 
j 500000; 

I i 

q 1 



[ 4.86 

|Tifne*-> ; 

2.00 ‘ *2.50' 3,o6" 

' 3.6o ' '4.66 

’ 4.66' 1 5.66 5.66' ‘ e.66 ‘ 6.66 ’ ‘ 7.66 1 ' 7.56 8.66' 6.60' 9.66 ’ alcT 



Ret. Time 

Area 

Area % 

Ratio % 

4.243 

4.856 

4824920 

111192 

97.75 

2.25 

100.00 

2.30 


636798.D Thu Oct 29 13:01:05 2009 


P age 1 


Folk_OIG_PRR_050501 




Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\Q1-2009\SYSTEM4\01_06_09\636798.D 

Operator : KAC 

Date Acquired : ^^Jai^2009 12:27 

Sample Name : 

Submitted by : ASD 
Vial Number : 98 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum 

Minimum 

Quality: 90 
Quality: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.24 

C:\DATABASE\SLI.L 




COCAINE 000050-36-2 99 


















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636798.D 

KAC 

7 Jan 2009 12:27 


ASD 

98 

DRUGS 

RTF 


Search Libraries: C:\DATABASE\SLI.L ■ Minimum Quality: 90 

C:\DATABASE\PMW_TQX2.L - Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2 4.86 C:\DATABASE\NIST98.L 

cis-Cinnamoylcocaine 
Cinnamoylcocaine 
Cocaine 


000521-67-5 97 

1000247-78-7 94 

000050-36-2 59 



U . rW, r WWlV M ' H- . hWH , I ' lWI' l i , r tfh I . [■!■ < H I. tf lV TTT |H ' , rm fft rrp M m T i-rt . p - . ' i h i , -rp-TTr- p -, r r j, rn n . nr, ri , r.-r . p , , ^-r i 

fn/z~> 40 50 60 70 80 90 100 110 120 130 l40 150 160 170 l80 l90 200 210 220 230240 250 260 270 280 290 300 310 320 330 
{Abundance * ——— — - - - "#32B7B: cis-Cinnamoylcocaine 



96 


182 


131 


108 122 

rlr 


Wi/z~> 150 


154 


168 


238 


198 


226 


270 


298 


329 

i 


WiroiSO 190 2002102^2^0 240^50 26027 02^0 290 3oT31() r 320330 


636798.D Thu Oct 29 13:01:07 2009 Page 3 


Folk_OIG_PRR_050503 













Area Percent / Library Search Report 



Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636171.D 
KAC 

7 Jan 2009 14:17 

BLANK 

2 

DRUGS 

RTE 


Abundance ~... . ' TICTB36f7T.D “ 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


636171.D Thu Oct 29 13:01:59 2009 


Page 1 


Folk_OIG_PRR_050504 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E : \Q1-2009\SYSTEM4\01_06__0 9\636172 . D 
KAC 

7 Jan 2009 14:31 

COCAINE STD 

5 

DRUGS 

RTE 


'Abundance - rrCT63BT72TlT 

j 4 23 

j 1200000 

I 

j 1000000 
j 800000 

j 600000 I 

j 400000 )} 

! !i 

! 200000 i; 


)Time~> 2.bo 2.is6 

‘ 3.66 ‘ ’ 3.50 ' ’ 4.00 ’ 4.50 1 5.00 

5.50 6.00 

6.50 ’ 7.00 7,50 8.00 ' ' 8,50 ‘ 9.00 ' 9,50 ’ ' | 


Ret. Time 

Area 

Area % 

Ratio % 

4.231 

1345136 

100.00 

100.00 


636172 .D 


Thu Oct 29 13:02:04 2009 


Page 1 


Folk_01G_PRRJ)50505 






Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636172.D 

KAC 

7 Jan 2009 14:31 

COCAINE STD 

5 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# 

RT Library/ID 

CAS# 

Qual 


4.23 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 


99 



Averago of4.2Wlc> 47352 min.:7536T727Erpr 


182 




135 1 f 2 166 


198 


303 


272 

214 223 244 258 | 288 


. i~r , r mrr r, r| i ., i . , , rpr, n , . St-i 

40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


Abundance 


| 80 


| 

! 60- 

j 


i 40 


1 20 

42 

f 

; j 

oi 

1 

tt 44» 

m/ Z"> _ 

40 ‘ 


68 


m 


94 


105 

I 


182 


122 

| \ . 44A 1 152 166 


198 


m/z~> “ 40" 50 60 ‘Vo’ ‘eio 9*0'10o"l10 120 130 li() 150 160 llo ’iJo 1 ^SkTSTcT220 230 240~2o22o 270 2io 290 300 




214222 


244 259 


272 


303 


636172.D 


Thu Oct 29 13:02:04 2009 


Page 2 


Folk_OIG_PRR_050506 










Area Percent / Library Search Report 



Information from Data File: 

File Name : E:\Q1-2009\SYSTEM4\01_06_09\636799.D 

Operator : KAC 

Date Acquired : 7 Jan 2009 12:41 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 



Ret. Time Area Area % Ratio % 

* * *NO INTEGRATED PEAKS*** 


636799.D Wed Nov 04 09:49:47 2009 Page 1 


Folk_OIG_PRR 050507 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1~2009\SYSTBM4\01_06_09\636700.D 
KAC 

7 Jan 2009 12:55 



ASD 

100 


DRUGS 

RTE 


Abundance ' TTCTB3B7D(n) 

, 4124 

2500000] 

i i 

| 2000000 ] 

: 1500000 

1000000 I 

i 

I 500000 


\[me~> 2.65 ' ‘ 2,ko 

' 3.00 3.50 ‘ 4.66 4.feo 5.00 

1 ’ 5,50 6.00 ' 

1 6,50 ’ 1 7.00 7. 66 1 8.66 ' ' 8.fe6 ‘ ' 9.6o ' 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.242 

3699354 

100.00 

100.00 


636700.D 


Wed Nov 04 09:50:32 2009 


Page i 


Folk_OIG_PRR 050508 







Area Percent / Library Search Report 



Information from Data File: 

File Name : E:\Q1-2009\SYSTEM4\01_06_09\636700.D 

Operator : KAC 

Date Acquired : ^^Jai^^009 12:55 

Sample Name : 

Submitted by : ASD 

Vial Number : 100 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST9 8.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


4.24 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 


99 


'Abundance 


80! 


60,' 


40 j 


201 42 


51 


6 , 8 

uJiftQjiii.i., 


94 


105 


Average of4,205(oN.364"mlrv: 63'6700:D (-)" 

182 

I 

i 

I 


< <T] , m ,„ yi l ^ < <T] J113 j 1 ^ , r < 

Uz-> u 1/0 im 290 300 


122 

138 182 166 


1U 


198 272 

207 222230 243 258 


303 


288 


[Abundance 


~w29ruuumr 


182 





94 


105 


122 


135 152 166 


198 


214222 


244 259 


272 


303 


^ M'W’I ,Tr 4 f.f' lT r r -,'r n -r, , rfhV, , ,U-, T , , rvfW ,, W', rr-,7 r7 i r>, p - i A , r r r. p. — Iv rr ,, 

50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


636700.D Wed Nov 04 09:50:32 2009 Page 2 


Folk_OIG_PRR_050509 









Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 

Sample Name 
Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

E:\Q1-2009\SYSTEM4\01_06_09\636166.D 

KAC .. 

7 Jan 2009 13:08 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance ' ” " TIC: 636T65U 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


636166.D Wed Nov 04 09:52:35 2009 


Page 1 


Folk_OIG_PRR_050510 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636167.D 

KAC 

7 Jan 2009 13:22 


_SD 
4 

DRUGS 

RTE 


jSbundance 
j 30000001 


nncr63BW^ 


2600000! 

I 

2000000 ] 

1500000 

1000000j j 

| ; 3,46 ' 

j 500000j | I 

j j.j] 

hme-> 2.00 ^2.50 100 3.Eo^4.66' TET 5.60^5^ ’ 6.66" ’ 7.5b 7.50 ’ 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.462 

794220 

12.54 

14.34 

4.245 

5537893 

87.46 

100.00 


636167.D 


Wed Nov 04 09:52:41 2009 


Page 1 


Folk_OJG_PRR_05051 1 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636167.D 

KAC 

7 Jan 2009 13:22 


ASD 

4 

DRUGS 

RTE 


Search Libraries; 


PK# 


RT 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 

Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


3.46 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


L 


80 


60 


40; 


20 i 


42 


i/z—> 


51 

k 


73 


S3 
jUuLl 


81 


101 


~7werage~ef 3744'1 to'37! 

148 


121 


89 

! 

1 

| 


|lp9./L 

^4 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 2&) 270 280 


176 

IL 157 187 1 187 


204 


281 


^Fundance^ 


80: 


60: 


40 


20 


73 

j 

1 

i 


jm/z-y 


51 63 

t Uj.i u.ii|l ,, 


2(j)4 


148 


101 


127 


89 




117! 


135 


176 

157 167 | 185 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 2^0 220 230 240 250 260 270 280 


636167 .D 


Wed Nov 04 09:52:42 2009 


Page 


Folk_OIG_PRR_050512 












Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\Q1-2009\SYSTEM4\01_06_09\636167.D 

Operator : KAC 

Date Acquired : _7__Jan 2 00 9 13:22 

Sample Name : 

Submitted by : ASD 

Vial Number : 4 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2 4.24 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 





636167.D Wed Nov 04 09:52:42 2009 Page 3 



Folk_OJG_PRR_050513 







Area Percent / Library Search Report 



Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636168.D 
KAC 

7 Jan 2009 13:36 


ASD 
6 

DRUGS 

RTE 


f^bundsTnce 

2500000; 

1 

1 

20000001 

I 

1500000! 


4123 


TIC T&KSmXT 


1000000] 


500000 


ov 


ime- 


3.46 

lo 


!*•> 2.oo " ' ’ 3.feo '' 1 ' imo 5,1>6 '' ' aso^'aoo'' 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.462 

340277 

9.61 

10.63 

4.234 

3201763 

90.39 

100.00 


636168.D Wed Nov 04 09:52:47 2009 


Page 1 


Folk_OIG_PRR_050514 





Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2009\SYSTEM4\01_06_09\636168.D 
KAC 

7 Jan 2009 13:36 


ASD 

6 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT 

Library/ID 


CAS# 

Qual 

1 3.46 

C:\DATABASE\NIST9 8.L 
Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

99 


Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

98 


Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

97 


P 


Average to "333ET min.; 

148 


abundance 


80 i 


eo; 


401 


20 


0W-f4 


73 


101 


204 


121 


,, 51 

4 , 5 1 63 

i 

i 

8 

1 

1 

9 

i, l 


,, L, r , |4, pfji 

wJ 

^ J 


1,108 1 ]^ ) 


127 


m/z~> 40 50 60 70 80 90 


1^6 

-l 57 168 -1-. 189 

l3o^T?o^i5o yeo^~rfo iSo^tSo" 




200 


Abundance 


80| 


60 


40 


20 ! 


^W971m!da2^2 s 176pfwoIeT2^7^ 


148 


73 


101 

1 

i 


121 127 


45 51 63 


89 


... jl,. , V A 1.1 .l?.?.!, ...Hi- 


176 


185 


204 


I 04-T-, . -. b t - h-W-h - r > C-UJ |HvlH4 l ."T l r- ^ Vh'r'i^TT^pn 

Wife—> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


636168 , D 


Wed Nov 04 09:52:48 2009 


Page 2 


Folk_OIG_PRR_Q505l 5 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E : \Q1-2009\SYSTEM4 \01__06_09\636168 . D 
KAC 

1 Jan 2009 13:36 


ASD 
6 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 4.23 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 

l 

j 

! BO; 

| 

601 
40 

20 


42 


51 


8:2 


94 


fnfz-~> 


i ! 
i 

oLi k HW|Mrx4j^M 1 l ■ AZ Wl' { 7™ fU nr. hn n r » n » 

40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 100 200 210 220 230 240 250 260 270 280 290 300 


182 


105 


122 

i 


131 140 


152 166 


198 


303 


207 223 


272 

243 258 ! 281289 


[Abundance 




SO] 

! 

60j 

I 

40 J 

20 : 42 
j ; si 


182 


| 94 


I 11 


105 


68 j i.| 


| j, | 122 ! 198 303 

i 0 u .il . fe .. 4 i» - A Jr n i , .. . . 

Wz-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 260 210 220 230 240 250 260 270 280 290 300 


636168 .D 


Wed Nov 04 09:52:48 2009 


Page 3 


Folk_OIG_PRR_050516 





Area Percent / Library Search Report 



Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E : \Q1-2009\SYSTEM4\01__06_09\636169 . D 
KAC 

7 Jan 2009 13:50 


ASD 
8 

DRUGS 

RTE 


4|24 


JTCTB3BTBSXT 


: 2500000: 

I ; 

. 

: 2000000j 
I i50ooooi 

i ! 

I tooooooj 

500000 


3.46 


I 0 . ( i n._ _ _ 

frime->_ 2.00 1 TsO '"3.6 0 ‘ ’OrtT' ' 4.00 4.ko 5.00 ‘ 08^' 8-50 9.00 


Ret. Time 

Area 

Area % 

Ratio % 

3.462 

634597 

13.72 

15.90 

4.240 

3992268 

86.28 

100.00 


636169.D Wed Nov 04 09:52:53 2009 Page 1 


Folk_OIG_PRR_050517 







Area Percent / Library Search Report 



Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E: \Q1-2009\SYSTEM4\01_06__09\636169 .D 
KAC 

7 Jan 2009 13:50 


ASD 
8 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 3.46 C:\DATABASE\NIST98.L 

Imidazo [2, 1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 


jSbundance 


80 


60 


40 ; 


20 


Mz-> 


73 


"Average ot 3.43BTo^T6Wmin, :^636T6CD (- 

148 


101 


121 


127 


204 


AK 51 

45 ! 63 

, is. L, ili.nf.?ij. 


79 

89 

^ljj.94 ,[ 

! , 

yio? 

It.. A\ 

. 135141 

1 176 

|| 157 168 J. 182188 

40 50 60 70 



'so ' 101 

o'' iio r ' lio ‘' 

id6 140 150 1 66 170 1^0 l6o 200 



636169.D Wed Nov 04 09:52:54 2009 


Page 2 


Folk_OIG_PRR_050518 







Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

E:\Q1-2009\SYSTEM4\01 06 09\636169.D 

Operator : 

KAC 

Date Acquired : 

7 Jan 2009 13:50 

Sample Name : 


Submitted by : 

ASD 

Vial Number : 

8 

AcquisitionMeth: 

DRUGS 

Integrator : 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMWJT0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


CAS# Qual 


2 4.24 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


Sundance” 

80 
601 
40 j 

20 i 


B2 


"Average 

182 


94 


105 


42 


51 


68 


tn/z-> ° 40 1 i6^?4 0 ^150^0^76 l^oWzQoTtog^Q 2?0 240^^ 




122 


-#i%r 


135 


152 166 


303 : 


198 


272 

214 223 242 259 j 281289 


Abundance” 


^2WTCOCNHE~ 


182 


82 


80 

60 

40 

20 


94 


42 

I 


68 




105 


122 

i ii4=, | 


135 152 166 


198 


214222 244 259 


272 


303 


]m/z--> 40 


50.60 70 80 90' l6o 110 120 130 140 150 160 itO 180 1^0 200 210 220 230 24 0 250 260 270 280 290 300 


636169.D 


Wed Nov 04 09:52:55 2009 


Page 3 


Folk_OIG_PRR_050519 




Area Percent / Library Search Report 



Information from 
Pile Name 
Operator 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

E:\Q1-2009\SYSTEM4\01_06_09\636171.D 

KAC . 

7 Jan 2009 14:17 

BLANK 

2 

DRUGS 

RTE 


'Abundance 


Ticiwrrnr 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


636171.D 


Wed Nov 04 09:53:03 2009 


Page 1 

Folk_OIG_PRR_050520 












Area Percent / Library Search Report 




Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2 0 0 9\SYSTEM4\01__ 0 6_09\636172 .D 
KAC 

7 Jan 2009 14:31 

COCAINE STD 

5 

DRUGS 

RTE 


(Abundance 

I j 

! 1200000 ) 

I t 

10000001 


4|23 


"TrcrmmrzD 


soooooj 
6000001 
400000 
200000 
0 


Le«> 2^oo^£5o^Too" l.oo 1 "eJo foo£KT'Tbo”" 3*50 


Ret. Time 

Area 

Area % 

Ratio % 


4.231 

1345136 

100.00 

100.00 



636172 .D 


Wed Nov 04 09:53:08 2009 


Page 1 


Folk_OIG_PRR_050521 






Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\Q1-2009\SYSTEM4\01 06_09\636172.D 

KAC 

7 Jan 2009 14:31 

COCAINE STD 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


5 

DRUGS 

RTE 


Search Libraries 


PK# RT 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 

Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


4.23 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 


99 


Abundance" 


80: 


60 


401 


182 


20; 


42 


i 04 
li ! 105 

!, ! 

1 ! i 


51 

i 


Oln- 


67 

ijlu 


122 

114- ! 135 


152 166 


198 

i 


303 


214 223 


272 

244 258 | 288 


jro/z—> 40 


TT |j H l r ^ rT |—.■ 

50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 2(0 220 230 240 250 260 270 280 290 300 


(Abundance 


8p 


80 


60: 


40 


20 


!&&rcuumE7 


182 

i 


lm/z-> 4 0 50 




94 


- 


- o 

Ch 


ij 42 

f 

| 

i !i 1 

|. 1 • 


i ! 51 

■ J \ I 

i ih. li.iji'ji. 

88 | j] 

i -diijil 

H, 1 122 

! ! 1 152 166 

, 1 ® 8 272 

214222 244 259 j 

H rrjrt rfrrm t rm-fm rp-m-y impr^pTryl'iTi-, . 


303 


636172 .D 


Wed Nov 04 09:53:09 2009 


Page 2 


Folk_OIG_PRR_050522 









